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1, THVEDIATS RRQUIAEMERT EXISTS FOR OBR PINE INGPECPION OF SRCURENESS 
OF P/N 277/71 KLBOW AT PRON? AGCESSORY HOUSING OF 31 ENGINES. ‘THIS ELBOW 
ATTACHES TO P/ii 277470 OL LINE WHICH ROUTES PRESSURE OIL TO fOP OF £HGIEE 
ON LEFT SINE. FURTER SUGHIST INSPECTION GF SECURENESS OF 2/8 20365 FITEING 
AND P/N 203424 O-RING AT ACCESSORY HOUSING. 

2. INSPECTION WELZ. TRCLUDK CONDITION OF THREADS AND PROPER STZE oF 
PIPTIEGS. WHEN REPLACEMENT OF PITTING IS ACCOMPLISHED PROPER TROQITHG AND 
SAFETYING WILL BE GLOSELY SCRUTINIZED TO ASCERTAIN PROPER FIT. 


25X1A 


3. THERE GASES OF Ha IMPROPER FITTING GY THIS PART LSE RAS CAUSED TeD 
OPERATICHAL FATIUBES DUE FO LOSS oF OIL, WHICH INDICATES POG: QUALITY ae DURTES 
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